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14 January 1949 


HGSAAHDISf FOR TUB CEPCfTI DIREC?0a, CENTRAL IETELLIGE2ICE 


I «Bh to call your attention to & unit of OSO, known as the 
Spec lax Equipment Section (SE3 ) . Its original purpose was to afford 
a lisiroa between Branch Chiefs and those offices which develop 
cpceiaX equipnont. ' 


Personally, X an unable to sea that the Special Equipacrrfc Section 
serves any useful purpose. It strikes no as a 100$ “nsda job,” 


I believe the Branch Chiefs can and rhould work directly with 
Conmnuca -Iona and 1 Any ncceasary coordination cr 

AXS 1 . 


1 in iron can easily be, dona by £DCO f a of flea. 


1 d^ould appreciate it if, at your convenience, you would ermine 
,the a„le^od functions cf SE3 to dotoraina thoir actual courrlncrs, with 
a view to concurrins in, or denyir;*, try reccnacadatiea that £B3 ba 
abolished. 
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Aotirj Assistant Director 
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